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Scotta Englisc 


Scotta Englisc (Nip englisc : Scofs;Ni3erscyttisc: 
Scots leid ) is Germa nise gereord, Jte fram Scotlande 
aras. Heo belimpj), eac (rSre Nlpengliscan sprSce, 
{)*re beodiscan sprSce and {rare NiSerlendiscan 
sprSce, to jaSm pesternan heape Jtara Germaniscena 
sprSca.lt is Jta niehstest geliving sprSc to Eald 
Englisc. 


Scotta Englisc [Scots) 

Gelomlicu in: 

Scotlande, 

Englalande, 

NorpTrlande and 
CynepTsan Trlandes 

Folc: 

1.5 pusend pusenda 
modorsprecera 

Grad: 

3 

Cynnlicu 

Endebyrdung: 

Indoeuropisc 

Germanise 

pestgermanisc 

Niderscyttisc 

Ambihtlic Stede: 

Ambihtlicu spraec in: 

Nan 

Geregolod fram: 

Nan 

Spraece BegTemung: 

ISO 639-1: 

Nan 

ISO 639-2: 

SCO 

SIL: 

SCO 



Pis geprit is stycce. Pu most pikip&die mid cetiecunge . 


Fram "https://ang.Wikipedia.org/w/index.php?title=Scotta_Englisc&oldid=197542" begeten 


Man mwanost wende pisne tramet on pare 01:31 tide pses 11 Solmonap 2020. 

Text is available under the Creative Commons Attribution-ShareAlike License; additional terms may apply. See Terms 
of Use for details. 






































